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Wamingi The Surgeon General Has Determined 
That Cigarette Smoking Is Dangerous to Your Health. 


U.S. Gov’t Report: 


Carlton Box-Lowest Thr King. No Brand Listed Lower 

Less tlian 0.5 mg. tar, 0.05 mg. nicotine 

Carlton-Lowest Tar Menthol 

Less than 0.5 mg. tar, 0.1 mg, nicotine 

Carlton-Lowest Tdrl20's 

Regular & Menthol—6 mg. tar, 0.6 mg, nicotine 

Carlton lOO's Regular & Menthol 

Less tar than over 160 brands—4 mg. tar, 0.4 mg. nicotine 



19th Consecutive Report: No Brand Listed Lower Than Carlton. 



Box King-Iowest of alj brands-less than. 0.01 mg. tar, 0.002 mg. nic. 

Carlton is lowest. il 


Bdx: Less than O.S me. "tar", 0.Q5 mg, nicotina; Manthel: Less than 0.5 mg, "tsr", 0.1 mg. nicotine; 

Soft Pack end lOD's 3ox; 1 mg. "ta.'" 0.1 mg. nicotins; IQO's Soft Pack and IQD's Mentha!: 4 mg. '’tar", 0,4 mg. nicatine; 
12 Q'e: G mg. "tar', 0,3 mg. licatms av. per cigarette, FTC Repot: Mar. ’83. 


Source: https://www.industrydocuments.ucsf.edu/docs/stpm0004 
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